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SA. 1997-62 


MEMORANDUM FOR : Acting Director of Gentral Intelligence 


NUBIECT : a 


i, Recalling our several conversations of the past few days having 
to Go with the ultimate disposition of Kak ee be to on which subject you 
indicated you had resolved the matter in favor of transferring responsibility 
aad control wholly to the DD/R, I have been advised by Mr. Cunningharn that 
You approved the OSA Operational Program for FY 1963 under date of 
29 August i962, Mr. Cunningham noted that ia approving this document you 


did not alter the qualifying statement inserted by x. . 


Acting Deputy Director (Plans) on 1 June. This statement raad: 
i pury 


“Concurrence in this Program, which include s 
ia no way implies that RBI has been or will be transferred 
to DD/R. No decision on thia matter has yet been reached, '! 


4. I xealize that thie may have slipped by you as you signed, but in 
view of the preaging necessity for OSA to furnish the Agency Comptroller 
with projected personnel and funding statistics for FY 1964, I should like to 


semind you that RE civecty involves ositions between Headquarters 
and the Field and an amount of around for FY 1964, Busy as you 


age, Bhonld oaly. like 49, ®Uggest that the sooner this contentious inatter ig 
vasolved by a Fe 


HERBERT SCOVILLE, IR, 
Peputy Director 
Re (Research) 


ag 
oe 


Signature ‘Redornmended: 
PRPS D3 wept 


pW @Pgprrrow 


ro Re 


Acting Assistant Director eet ree ool 
(Special Activities) er Ae ones 
ae 2Y ofthe... 2a: JO4G540 
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uma, isposition of | the better it will be for all of us. 
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ing 


2-DD/R 

1 = AAD/OSA 

1 - FB/OSA 

1 - OD/OSA 

1 - SB/OSA 

1 - ADMIN/OSA 
_ L-RB/OSA 
AAD/OSA:JACunningham, Jr. /mm 
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